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7 October 1971 


MEMORANDUM FOR: Executive Director-Comptroller 


SUBJECT. : Report of Cable Secretariat Operations 
1-30 September 1971 


1. The workload in September 1971 totaled 65, 811 items, 
3% more cables than September of last year. 


2. As of 30 September we had an assigned strength of 


25X1A GE cr sons. 25X1A 


25X1A 
36 hairman, Fine Arts Commission, 
25X1A accompanie to the Government 

Printing Office on 8 September to look at a new type of carpet tile 
inuse, Asa result of this visit, recommended, and 
Director of Logistics approved an experimental installation of carpet 
tile in the Cable Secretariat press room for test and evaluation. We 
hope to have the installation completed during the month of October. 


25X1A 4, visited the Xerox Corpora- 
tion's local office on 27 September for a demonstration of a new 
office copier, more compact than the larger Xerox models currently 
in use, but comparable in speed and quality. Weare looking into the 
possibility of replacing some of our Xerox equipment with this 
smaller model. 
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